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{Roston, me} 


Charles Knowles Bolton 
Librarian 


BOSTON, MASSACHUSETTS... Movember 13, 198 


Howland Wood, Curator, 
American Numismatic Society, 
415 West 162nd Street, 

New York City. 


Dear Mr. Wood: 


Mr. Walter M. Cabot of West 
Medway, Mass. showed me, this 
morning, a coin from which I made 
a rubbing. 


The coin is very heavy, and 
of a beautiful color of gold. It 
was found by a farmer, William 
Garvin, in 1915 under an apple 
tree in Holliston, Mass. It bears 
the date 1725 and the name of John 
the Fifth, who was, I think, King 


of Portugal. 


Can you tell me anything of 
interest in regard to the coin, 
and have you any suggestion as to 
why such e coin should be found 
in Holliston’ 


Please give my best wishes 
+o Mrs. Wood. Always, 


Sincerely yours, 


Mt ee 
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_ February 6th, 1925 


Ure Charles K. Boiten 
The Boston Athanaeium 
10% Beacon Sireet 
Boston, Yuete 


Deur Mre Boitont 


i doubt if anything can be done at thie end 
with regard to buying the collection of coins of 
which Mr. Schwing writes. There is ne reason te 
‘think that it is any better than 1800 pieces that 
anyone could assemble. Alse, coins are not bought 
at lone distance - especiailiy without seeing them. 


Very traiy yours, 


Curator 
EnCee 


